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UNCLASSIFIED 

PAGE 01 TOKYO 03435 170930Z 

16 

ACTION OES-05 

INFO OCT-01 EA-10 ISO-OO ACDA-10 CIAE-00 INR-07 10-10 L-02 

NSAE-00 NSC-05 EB-07 FEA-01 COME-OO EUR-12 /070 W 

083686 

R 170910Z MAR 75 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 8702 
ERDA GERMANTOWN 

UNCLAS TOKYO 3435 

FOR DR. FRIEDMAN. T. NEMZEK 

E.O. 11652: N/A 
TAGS: TECH, JA 
SUBJECT: FRENCH FBR 

1. CEA DIRECTOR FOR INDUSTRIAL NUCLEAR APPLICATIONS VENDRYES 
SPOKE ON INITIAL OPERATING EXPERIENCE WITH 250 MWE PHENIX 
DEMONSTRATION PLANT AT JAIF ANNUAL CONFERENCE MARCH 12. 

A. CONSTRUCTION STARTED 1965, COMPLETED 1972. CRITICALITY 
AUGUST 1973, FIVE MONTH DELAY FROM 1968 PLAN. 

B. POWER TESTS COMPLETED EARLY JULY 1974. 

C. CONTINUOUS OPERATION MIDDLE JULY 1974 THROUGH LATE 
JANUARY 1975 GENERATED 1.14 MILLION MWH. LOAD FACTOR 
70 PERCENT. AVAILABILITY 82 PERCENT. 

D. NO TROUBLE EXCEPT MINOR SHUTDOWNS DUE TO ELECTRIC 
SYSTEM AND PUMP DEFECTS. PROGRAM NOT AFFECTED. 

2. BIDDING ON 1200 MWE SUPERPHENIX SCHEDULED LATE MARCH. SITE 
FIXED 40 MILES EAST OF LYON. CONSTRUCTION DECISION TO BE MADE 
AFTER COMPILATION FURTHER PHENIX OPERATIONAL EXPERIENCE. 
HODGSON 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: CONSTRUCTION, NUCLEAR POWER PLANTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975TOKYO03435 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750092-0413 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750342/aaaabmeg.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 JUN 2003 by BrownAM>; APPROVED <20 FEB 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: FRENCH FBR 

TAGS: TECH, JA, FR 

To: STATE ERDA GERMANTOWN 

Type: TE 
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